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REVISIONS 


THE INFORMATION CONTAINED IN THIS DRAWING IS THE SOLE PROPERTY OF 
APICAL INDUSTRIES ANY REPRODUCTION IN PART OR WHOLE WITHOUT 
THE WRITTEN PERMISSION ОР APICAL INDUSTRIES (5 PROHIBITED. 


NOTES: 


A MATERIAL: ALUMINUM 7075-1651 AMS-QQ-A-225/9 


A FINISH: HARD ANODIZE IAW MIL-A-8625 TYPE 1 CLASS 2, COLOR BLACK; 
CARDINAL 4860-50 PRETREATMENT PRIMER; PRIME IAW MIL-P-23377J TYPE I CLASS N 


DEBURR AND BREAK ALL SHARP EDGES 
IDENTIFY IAW MPP-120 
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DESCRIPTION 


DATE | APPROVED 


SECTION A-A 
ECA 646.3110 | CHANNEL A A 
| | [FNpD#| Part# | DESCRIPTION MATL SPEC. 
ӨТҮ PARTS LIST 
ORIGINAL DATE 
NEXT ASSY (S) [Бейит (нык APICAL INDUSTRIES 
646.4000 S- HUFF Р ВЕАУО 2608 TEMPLE HEIGHTS DR. 


[DRAWING APPROVAL 


08-25-08 P. BRAVO 69) 


OCEANSIDE, СА. 92056-3512 


760)724-5300 


CONTRACT Но. 


UNLESS OTHERWISE SPECFIED 


DIMENSIONS ARE IN INCHES 


TOLERANCES ARE: 
2 PLACE DECIMALS +010 


3 PLACE DECIMAIS +005 
ANGLES + 5° 


CHANNEL 


SRE [CAGE СОСЕ 
B | 07М16 


DWG. NO. 


646.3100 чс 


REV. 


SHEET l OF2 


SCALE NONE 
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Ø .209 THRU 8PL 
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.409 4PL 


.372 


646.3110 HOLE LOCATIONS 
ALL ABOVE DIMS TO +/- .002 


2.187 
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